Subject: Re: Damaged light post at 356 W 7th St, San Pedro, Ca 
From: Richard Saplan 
Date: 02/24/2016 12:31 PM 
To: Lorena Parker 

Hello Lorena, 

I wanted to email you to thank you for the pictures and let you know that I had forwarded this email to our Field Operations 
Division, classified as a hazard. 

I will notify you with any updates. 

Kind Regards, 

Richard Saplan 

Street Lighting Engineering Associate I 
City of Los Angeles, Bureau of St. Lighting 
(213) 847-1597 

On Wed, Feb 24, 201 6 at 1 1 :56 AM, Lorena Parker < lparker@sanpedrobid.com > wrote: 

Richard, 

Here are the photos of the damaged light post. I hope this can get resolved in the next 2-3 weeks. 

I also took a photo of an undamaged light post if it will help you plan the repair. 

Thank you for your assistance. 

Best regards, 

Lorena Parker 
Executive Director 

San Pedro Historic Waterfront 
Business Improvement District 
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